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By the Deputy Chief, Public Safety and Private Wireless Division, Wireless 
Telecommunications Bureau: 


1. This Erratum corrects errors in the Memorandum Opinion and Order 
and Second Report and Order in this proceeding, FCC 02-139 (rel. May 23, 2002). 


2. In Appendix E (Final Rules), paragraph 6 is corrected to read as follows: 


6. Section 90.20 is amended to remove note 43 from the following 
frequencies: 


§ 90.20 Public Safety Pool 
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3. In Appendix E, a new paragraph 9 is added as follows: 


9. Section 90.35 is amended by removing note 11 from the following 
frequencies: 


§ 90.35 Industrial/Business Pool. 
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Original paragraph 9 and subsequent paragraphs in Appendix E are advanced by 
one number. However, for purposes of this Erratum, the corrections below 
identify paragraphs by their original numbers. 
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4. In Appendix E, paragraph 9 is corrected to list frequency 457.5625 MHz 
rather than 457.5626 MHz in Section 90.35(c)(ii), and to correct the section 
number for the table of mobile relay pairs to Section 90.35(c)(iii) rather than 
Section 90.35(c)(iv). 


5. Various internal cross-references, e.g., “supra or infra” are also 
corrected. 


6. These errors will be corrected before publication in the FCC Record and 
Federal Register. 


7. This action is taken under delegated authority pursuant to Sections 0.131 
and 0.331 of the Commission’s Rules, 47 C.F.R. §§ 0.131, 0.331. 
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